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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards 
Institution on 28 November 1985, after the draft finalized by the 
Cinematographic Equipment Sectional Committee had been approved 
by the Electrotechnical Division Council. 

0.2 This standard has been prepared with a view to standardize the 
position of the emulsion, the rate of exposure and the orientation of the 
emulsion area being exposed for 16 mm silent and sound motion-picture 
film perforated along one or both edges. 

0.3 In preparing this standard, assistance has been derived from 
ISO 25-1976 ^Cinematography — Camera usage of 16 mm morion-picture 
film — Specifications' issued by the International Organization for 
Standardization. 



1. SCOPE 

1.1 This standard specifies the position of the emulsion, the frame rate of 
exposure, and the orientation of the emulsion area being exposed for 
16 mm silent and sound motion-picture film perforated along one or both 
edges. 

2. SPECIFICATIONS 

2.1 The frame rate of exposure for film not used for sound shall 
normally be 18 or 24 frames per second depending upon its intended 
use. 

2.2 The frame rate of exposure for film containing a sound record or to 
be used in conjunction with a sound record shall be 24 or 25 I'rames per 
second for both photographic and magnetic sound, except for films 
photographed at 18 frames per second having post-process recorded 
magnetic sound, which should be projected at 18 frames per second. 

Note — Special *no sound' films may be photographed at any rate from time 
lapse to high speed; the intented frame rate for projection should be noted. 
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2.3 Film positioning is shown in Fig, 1. 
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Fig. 1 Film Positioning 



